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AIR CONDITIONING 


Residential - Commercial - Industrial 


or 


refrigeration 
air conditioning 


Year-Round or Summer 


Engineering Assistance Available For Your 
Air Conditioning Problems 


NEW HAMPSHIRE YORK CO. 
720 Union St. Manchester, N. H. 


New England Brick Co. 


GONIC, N. H. 


MANUFACTURERS OF 
GONIC HARVARD WATERSTRUCK 


Warehouse at Gonic for your convenience 


FACE BRICK—Standard size and Roman size 
QUARRY TILE—Buff and Red 6 x 6 
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OROSTONE 
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Strikingly Attractive 
Completely Waterproof 
Flexible 


Bulletin and Specifications on Request 
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7 Éunuouncemeat 


In order to better serve the New Hampshire and Vermont areas, we 
have established an office in Manchester, N. H. 


Mr. William D. Blunt E.E. is in charge and will appreciate the 
opportunity of serving you. 


E. S. BOULOS CO. 


Electrical Engineers and Contractors 


1217 ELM STREET — MANCHESTER, N. H. — Tel. NAtional 3-8831 
P. O. BOX 837 


" Serving Northern New England since 1920" 


The President's Message 


HOW TO MAKE FRAME BUILDINGS 
WIND-PROOF AND WARM 


A good quality building paper, properly placed makes frame buildings 
weather-tight and affords efficient heat insulation. This should be nailed 
over the sheathing just before the facing material is put on, taking special 
care to cover all joints and angles, Let it also be remembered that where 
the outside wall is built of wood framing, the timber known as the sill, 
resting directly on the masonry foundation wall, should be thoroughly 
bedded in cement mortar. This will stop an otherwise open joint, which 
would admit cold air. 


PRECAUTIONS AS TO PLASTERING 
AND FLOORING 


Plastering often cracks because of uneven settIng of the building, due 
to faulty foundation. Lath must be nailed right to insure a good job of 
plastering. Besides nailing the right distance apart for proper clinching 
of the plaster, they must break joints at about every seventh lath. Under- 
flooring should be dressed on one side to uniform thickness. It should not 
be laid to run in the same direction as the finished floor. Best of all, let 
the boards be laid diagonally, as it tends to stiffen the building. Under- 
floors should be laid close together. 

CARE OF INTERIOR WOODWORK 

Great care must be taken of interior finish. First of all, let no doors 
and trim be brought to the premises before the building is thoroughly 
dry and warm. Immediately upon delivery have the painter apply a coat 
of filler or stain to all sides of the woodwork — yes, the back of the trim, 
base and panelling, too, This will protect the wood from the effects of 
dampness. It must be remembered that even ordinary doors require much 
precaution and care, though a veneered door with a white pine core will 
withstand much more than ordinary doors. 

The interior finish applied, the floors may be laid. This should be 
done last to avoid unnecessary damage and wear by workmen. Painting 
and wood finishing follow, of course. This important branch of the work 
is thoroughly covered elsewhere in this volume. 


WORKING DRAWINGS AND SPECIFICATIONS 


Every phase of the new home should be clearly indicated in a complete 
set of working drawings and specifications. The plans should show all 
dimensions exactly, include details and design, indicate the kind of 
material, etc. The specifications should further describe details of con- 
struction, the kinds of appliances to be used, as in wiring, heating and 
plumbing; also, the workmanship required, covering fully every trade to 
be employed. It is wise to obtain the services of an impartial and practi- 
cal superintendent in order to make sure that plans and specifications are 
strictly followed. 

Above all, let everything about the building be decided before con- 
tracts are let and construction is begun. Later changes prove costly and 
form the “Extras” so much dreaded by the owner, architect, contractor 
and material man. 

It is well for the prospect builder to familiarize himself with all 
matters discussed in this article. Within these brief limits they could 
hardly be more than touched upon, Let the home builder learn all he can 
along the lines suggested, for he will then be able to co-operate all the 
more with those who are to make his home a reality. 


OFFICERS 

President 

Joux D. Bretiry, Manchester 
"ice-President 

NicHoLas IsAAK, Manchester 
'ecretary 

JOSEPH Е. Lampron, Manchester 
reasurer 

ROBERT SNODGRASS, Nashua 


DIRECTORS 


MITCHELL Р. Disa, Manchester 
Јонх В. Нотввоок, Keene 
Мльсогм D. Нилветн, Nashua 


egional Council Delegates 


ember of Regional 
udiciary Committee 


RICHARD KOEHLER 


ember of National Chapter 
ffairs Committee 


EUGENE Е. MAGENAU 
Member of Sub-Committee on 
Building Products Registration 
NORMAN P. RANDLETT 


EDITOR 
ALEXANDER MAJESKI, R. A. 
Palomino Lane 
Manchester, N. H. 


PUBLISHER 
LAWRENCE J. MOYNIHAN 
P. O. Box 291 


Concord, N. H. 


Joun D. BerLEY (ex officio) l yr. 
MITCHELL P. Dirsa lyr. 
ARNOLD PERRETON 1 уг. 


ALEXANDER J. MAJESK 2 yrs. 
Norman P. RANDLETT 3 yrs. 


New Hampshire 


ARCHITECT 


VOL. 9 DECEMBER, 1957 NO. 5 


TABLE OF CONTENTS 


The President's Message 4 
Building Construction Costs Up Three Per Cent 6-8 
N. H. Chapter Meeting Е T 
Granger Elected Chairman of Board 8 
September 1949 Issue Wanted 8 
New Products 10 
Projects from the Office of Lyford & Magenau 12-34 

N 

۵ 
Vd 


COVER PICTURE 


Holland Memorial Auditorium, Proetor Academy 


All Photos by Eric M. Sanford, 
Manchester, N. H. 


жж 


New Hampshire Architect is published monthly, 
under the direction of the president and board of 
directors of the New Hampshire Chapter, 
American Institute of Architects, to promote the 
Objectives and public relations of the chapter. 
Advertising rates furnished upon request. 


BUILDING CONSTRUCTION COSTS 
UP THREE PER CENT IN U. 5. 


NEW YORK — Building construction 
costs in the United States have moved 
upward another three percent for the 12 
months ending in September. The in- 
gredients to build almost anything from a 
mountain or seaside cottage to a metro- 
politan skyscraper comes with a price tag 
approximately 148 percent higher than its 
1941 counterpart. According to Myron L. 
Matthews, Editor, the Dow Service Real 
Estate Valuation Caleulator, one of the 
services offered by F. W. Dodge Corpora- 
tion, foremost construction information 
authority, “This means that today, on the 
average, $2.48 buys as much *building' as 
$1.00 bought in 1941. The $8,000 house 
of 1941, exclusive of land and charges 
other than labor and materials for actual 
construction, would come today with a 
cost-tag of $19,840. This makes the cur- 
rent purchasing power of the 1941 building 
dollar 40 cents. Inasmuch as this is a 
nation-wide approximation it should be 
anticipated that its local application may 
produce results at variance with the facts." 


New England States 


This District reports upon cost-sam- 
plings received from 21 places. References 
to a named place mean that place and its 
environs. 


Merging the separate results of sam- 
plings from all places indicates that build- 
ing material prices are averaging about 1% 
more than 6 months ago. Since the earlier 
half of the 12 months ending in September 
registered a “по change" today's costs 
for materials are also 1% above a year 
ago. Building trades wage rates have 
averaged a 4% six months increase for 
the current half year, and 5% for the 12 
months ending in September. Combining 


these, overall general building construc- 
tion costs are indicated to have gone on up 
another 3% in the 6 month's period, and 
4% for the year. New England costs are 


racy 


averaging about 153% above 1941, and 


8% under costs prevailing in New Yor 
City. 

Spotlighting “highs” and “lows” direct 
attention to considerable variation betwee 
sampling places. 

Building material prices show the mos 
pronounced 6 months rise to be 3% a 
both Lowell and Augusta. For 12 month 
the greatest increase is T% at Lewisto 
The largest cumulative increase since 194 
is 151% at Portland. On the “low” sic 
Burlington, Vt., reports a 6 month’s dro 
in material prices of 3% which whe 
adjusted for the 1% rise there 6 montt 
ago results in a net decrease of 2% for tt 
12 months ending in September. TF 
smallest post-1941 price gain is 84% : 
Springfield. Generally, material prices ai 
11% under New York City at August 
Maine. 

The 9 skilled labor trades and labore 
are up most for the 6 month period 
Lowell, 7%. Lewiston, Me., is up 11 
for the 12 months ending in Septemb: 
Since 1941 wage rates have gone up 190 
at both Fall River and New Bedfor 
Coming nearest to equalling New Yo 
City wage rates is Bridgeport where th 
are 7% under New York. On the side 
least rise are Augusta, Lewiston a 
Pawtucket, each with a 1% six mont 
increase. The greatest weakness is shov 
for Augusta where reported wage rat 
are 5% lower than a year ago, reflecti 
a union and non-union local condition. T 
lowest 16-year cumulative gain in wages 
109% at Pawtucket. The widest g 
under New York City's wage rates 
found at Augusta where the buildi 
craftsmen average 86% less. 


Combining the changes in building m 
terial prices and hourly wage rates t 
most marked 6 month overall increase 
building construction costs has occur: 
at Bridgeport and New Britain, each w. 
5%. For the 12 months period Lewist 
costs are shown to have increased 13 

(Continued on Page 8) 


PROF. THOMAS ENTERTAINS 
N. Н. CHAPTER. MEMBERS 


Colored slides and a talk on European 
irchitecture, old and new, featured the 
all meeting of New Hampshire Chapter, 
A. I. A., held November 21 at the Exeter 
nn at Exeter. Prof. George R. Thomas, 
A. I. A., who recently returned from a tour 
+ Europe, discussed his trip and ex- 
lained the slides to the architects, their 
vives and special guests. 


A cocktail hour and board of directors 
neeting was held prior to the dinner, 
ittended by 60 members and guests. 


Several architects and their wives took 
idvantage of a visit to the new art gallery 


at Exeter Academy, where they witnessed 
an interesting show of contemporary 
Canadian painting. 


Abbott R. Jones of Rochester was ad- 
vanced from junior associate member to 
a junior member and Arthur Eldredge of 
Peterboro was admitted as a junior asso- 
ciate member. 


Announcement was made that the first 
meeting in 1958 will take place at Con- 
cord on February 20, with Eugene 
Magenau in charge of the program. 


President John D. Betley presided. 


IST STEP TO SOUND, SUCCESSFUL BUILDING 


CONSULT AN ARCHITECT 


DURAC! E 


r 


i 


(Continued from Page 6) 


Costs are running about 203% above 1941 
in Burlington, Vt. Cost to build in Bridge- 
port and Hartford is about 176 above New 
York City. On the "low" side of changes 
Burlington is down 1% for the 6 months 
ending in September. New Haven regis- 
ters a 1% decrease for the 12 months. 
The smallest gain over 1941 is shown for 
Pawtucket, up 116%. Augusta costs are 
averaging about 26% under New York 
City. 


CITY-BY-CITY RESULTS FOR DISTRICT 
NO. 2 ARE SHOWN IN THE 
FOLLOWING TABULATION: 

In Percent 


March '57 to Sept. '56 1941 to 
CITY Sept.'57  toSept.'57 Бері. "57 
Augusta, Maine +4 
Bangor, Maine +4 й 
Boston, Mass. +3 t +124 
Bridgeport, Conn. 4+5 +5 
Burlington, Vt. —1 +3 
Fall River, Mass. +8 +8 
Hartford, Conn. H3 4 8 
Lawrence, Mass. +7 + 7 
Lewiston, Maine +3 +18 
Lowell, Mass. +7 +7 
Manchester, N. H. +1 +7 
New Bedford, Mass. +3 +3 
New Britain, Conn. +5 +5 
New Haven, Conn. +2 — 1 
New London, Conn. +1 +8 
Pawtucket, R. I. +2 - 1 
Portland, Maine +4 „4 
Providence, R. I. +3 +3 
Springfield, Mass. +4 +3 
Waterbury, Conn. +3 +.3 
Worcester, Mass. +2 + 3 


GRANGER ELECTED 
CHAIRMAN OF BOARD 


At a recent meeting held in Concord, 
Alfred T. Granger of the firm of Alfred 
T. Granger Associates of Hanover, was 
elected chairman of the New Hampshire 
State Board of Registration for Architects. 

Mr. Granger has practiced his profession 
in Hanover for many years and is a 
member of New Hampshire Chapter, 
A. I. A. 


18Т STEP TO SOUND, SUCCESSFUL BUILDING 


CONSULT AN ARCHITECT 


SEPTEMBER 1949 ISSUE WANTED 


Two well read and alert members ‹ 
New Hampshire Chapter, АЛ. A. sul 
mitted the following for attention of tl 
publisher of New Hampshire Architect 

“Another short file nearly completed 
the New Hampshire Architect 1949 
date, which lacks only Vol. 1, No. 2 Se 
tember 1949" — A. I. A. Journal, Octob 
1957. 

The two architects submitting tl 
above were Horace G. Bradt of Exet 
and Eugene F. Magenau of Concord. 

Can anyone oblige the Librarian of t| 
American Institute of Architects at Was 
ington, D. C.? 


MANCHESTER BOYS' CLUE 
GOFFS FALLS SCHOOL 
BOYS' COTTAGE 


STATE INDUSTRIAL SCHO( 


and for all 
N RESIDENTIA 
COMMERCIA] 


INDUSTRIAL 


USE 
Й Я / 5 
/ / such аз 
if STORES, 


CHURCHES, BANKS, OFFI 
В DISTRIBUTED ВУ 


E HEYA L 


55 Nelson Sí 
Tel. NA 2-526 


Office and Warehouse 
Manchester, N. H. 


DERRYFIELD SUPPLY 
CO., INC. 


VERMONT SLATE 


for 


EUGENE О. MANSEAU, Treas. 


Fine Buildings 


Floors Roofing 


— WHOLESALERS — 


Flagstone - - - - - Structural 


Our quarries and finishing plants producing 


Plumbing - Heating - Mill Supplies 


all colors of natural Vermont slate are at your 
service. Consult our estimating department for 


prompt quotations and general information. 


Granite and Franklin Streets 


VERMONT STRUCTURAL SLATE CO, Inc. 


FAIR HAVEN, VT. TEL. 28 


Manchester, N. H. 


See Ne 


ON THE LEVEL = 


At B. L. MAKEPEACE you'll find the most complete stock of quality 
engineering instruments in New England . . . famous Keuffel & Esser 
levels, transits, tapes, drafting instruments . . . in fact, everything 
for the engineer, draftsman and artist. 


SPECIALISTS IN 


@ BLUEPRINTS © PHOTOSTATS e PLAN REPRODUCTIONS 


The way you want them ... when you want them! 


INSTRUMENT REPAIR DEPARTMENT 


CALL Completely equipped and staffed with skilled craftsmen to give 
COpley you prompt, efficient service in repairing and rebuilding engineer- 
7-2700 ing instruments of all kinds. 


New England's Largest Distributors of Drawing Materials, Art, Engineering and Architectural Supplies 
б. 
> 


| op B. L. MAKEPEACE Inc. 


1266 BOYLSTON STREET • BOSTON 


PERMANENT FINISH 
STIRRUP BRACKET 


A new stirrup bracket made of polished 
and anodized extruded aluminum, for 
fastening toilet compartment and shower 
stall partitions to the backing wall, elimin- 
ates problems of finish maintenance. The 
bracket, being solid non-rusting metal, will 
maintain its attractive polished silvery 
appearance for the life of the compart- 
ments, withstanding moist atmospheres, 
acid fumes, and cleaning compounds. The 
bracket is also very tough and strong, 
being made of an aircraft-type alloy. The 
bracket was developed by the engineering 
department of Sanymetal Products Co., 
Inc., Cleveland, Ohio, and is furnished as 
standard practice with all Sanymetal com- 
partments. Maurice Laframboise, Man- 


chester, is state distributor. 


BON-AIR HUMIDIFIER 
BOON TO HOME COMFORT 


Illustration shows model 65 Воп-А 
Atomizing Humidifier. 

The humidifier is simplicity itself, c 
be installed in the shortest possible tin 
and is a boon to proper atmospheric co 
ditions in the home. It definitely hel 
eliminate that dried, scratchy feeling 
the nose and throat when you live in 
house without humidity. 

This latest innovation in home humi 
fiers is distributed by Jean Lamey, М: 
chester, N. H., your York Heat dealer. 


А ROOF BY THERRIEN 15 A GOOD ROO! 


TEL. 3-6193 


199 HAYWARD STREET 


MANCHESTER, М. | 


DURASTONE FLEXICORE CORP. 


Long Span Precast Concrete 
Floor and Roof Units 


Boston Office: 
432 Massachusetts Avenue 


Arlington, Mass. 
Phones: MIssion 3-7841 and Mission 8-0494 


HARRY С. А. ВЕНЕ, Sales Engineer 
PAUL T. HENNESSEY 


Ікуа Flat Enamel 


QUIK-FLAT 


Here's big news—an alkyd flat enamel, 
developed exclusively by Martin-Senour, 
that is fast drying, gives one-coat coverage, is guaranteed 
washable and glides on smooth as velvet with brush, 
spray or roller. Quik-Flat Enamel is available in any color 
want. Simply tint with Martin-Senour Nu-Hue 

iquid Tinting Colors work right from the 

tin-Senour Color Coordinator. 


EAMANS SUPPLY COMPANY 
Distributors 
Manchester, New Hampshire 


C. R. SWANEY CO. 


€ Nash Engineering Co. 
€ Vulcan Radiator Co. 


€ C.H. Wheeler Mfg. Co. 
Economy Pump Div. 


€ Carver Pump Co. 


P U M P S for Vacuum Heating 
Condensation, Boiler Feed, 
Sewage 
Hot and Cold Water 
and Process 
Trimline Baseboard and 
Commercial Fin Tube 
Radiation 
335 Newbury Street - Boston 15, Mass. 
KEnmore 6-5613 


REFRIGERATION 
DISTRIBUTORS 


FOOD SERVICE 
CONSULTANTS 


Complete Planning Service 


For Markets and Food Stores 
Special Industrial Refrigeration 
Complete Air Conditioning 
Hotel, Restaurant and 
Institutional Kitchens, 
Cafeterias, Dining Areas 
Cocktail Lounges 


HUMPHREYS, INC. 


180 No. Main Street - Concord, N. H. 


A Business Devoted To Those 
Who Serve Food 


THE CASE FOR THE 6. P. 


by Eugene Е. Magenau, А.Т. А. 


It is said that this is an age of special- 
ization. The art of living has become so 
complex that no one can master more than 
a single subdivision of human knowledge 
and skills. Therefore if a community, or 
an individual, develops a need for Activity 
G, then G-Specialists are sought out to fill 
the need. There is no longer anything for 
the General Practitioner to do. He knows 
a little about a lot and a lot about very 
little. He has outlived his usefulness to 
society and must either retire gracefully, 
enter another field, or must himself be- 
come a specialist in order to get ahead. 


However there are many architects, 
doctors, lawyers and others, who do not 
want to specialize. In order to satisfy 
their desire to be General Practitioners, 
must they accept the bleak outlook for а 
constantly diminishing practice, working 
on projects of decreasing size and im- 
portance, until they just fade away? 

Most, if not all, of the reasons for 
wanting to be a General Practitioner, are 
good ones— the desire to serve one's 
fellows as persons rather than as people; 
the desire to serve where such service has 
not been offered before; the desire for 
variety; the desire for active participa- 
tion in community life; the desire to 
avoid certain unacceptable features of 
metropolitan living. 

The General Practitioner performs an 
important function, yes, an indispensable 
one, in an age of specialization. Who else 
could do the type of work that embraces a 
member of specialized problems, no one of 


ROTARY OILDRAULIC & ELECTRIC 
RESIDENCE ELEVATORS & STAIRCARS 
INDUSTRIAL - HYDRAULICS 


PASSENGER & FREIGHT ELEVATORS 


which is large or important enough t 
justify or attract the services of th 
specialist? Ог who else would do th 
"bread and butter" type of work, whicl 
although specialized, is too remote or i 
on too small a budget. 

The architectural general practitione 
becomes in fact a specialist for each prc 
ject. If he is conscientious, his researc 
will be basic and thorough. If he i 
competent, he will recognize the need fc 
specialists when it ocecrs and will us 
their services where they will do the mo: 
good, as he customarily does for ordinar 
engineering assistance. 

One of the greatest difficulties faced b 
the General Practitioner is that of gettin 
opportunities to do important projects o 
something more than a minimum budge 
He does a creditable job on the small, lo 
budget projects — the most difficult of al 
Few masterpieces were ever created on 
tight budget, but the local practitioner 
efforts to do so deserve recognition. 

The buildings in this issue by Lyford 
Magenau illustrate one of the rewardir 
features characteristic of the gener 
practitioner's work — Из variety. Ed 
cational, industrial, commercial, sem 
public and residential categories are i 
cluded. They were all interesting to d 
sign and build. None were easy. The 
are uneven in quality of design. They < 
reflect the orderly use of materials ar 
color in functional arrangements of spa 
to house human activity; and where tl 
element of beauty is present, they al 
represent good architecture. 


Sales - Service - Repair 
444 3. Main 


Nashua 


Tuxedo 2-9591 


Proctor Academy 
Stage end of 
Auditorum 


Classroom 
Wing 


CORRIVEAU-ROUTHIER CEMENT BLOCK CO. 
266 Clay Street - Manchester, N. H. 


NAtional 2-3506 


MASONRY SUPPLIES 


BELDEN BRICK MALVERN BRICK 
METROPOLITAN BRICK CLAYCRAFT BRICK 
GLEN GERY BRICK WILLIAMSGROVE BRICK 


KELSEY-FERGUSON BRICK 


STRUCTURAL TILE 
GLAZED AND UNGLAZED TILE 
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CONSTRUCTION AT PROCTOR ACADEMY 
POSED SEVERAL PROBLEMS 


by Earle C. Batchelder, Public Relations 
Director, Proctor. Academy 


How to blend a modern addition of five 
classrooms and an auditorium with a 
Georgian Colonial structure built in 1931 
was the problem facing architect Eugene 
Magenau in his contract with Proctor 
Academy of Andover, N. H.  Proctor's 
original classroom and administrative 
building was destroyed by fire in 1931. 
In its place the school's administration 
erected a brick Georgian Colonial building 
in keeping with the traditional architec- 
ture of the time. Money was scarce in 
those days, and the back wall was never 
brieked up. For years it showed nothing 
but a tar paper exposure to remind every- 
one that Proctor's intentions were to build 
more classrooms and an auditorium. 

It was not until 1947 that the school 
felt ready to make definite plans for 
completing the 16 year old structure. A 
plea for funds was sent out, and the orig- 
inal drawings for the addition were made. 


NORTHERN 


HEATING & PLUMBING CO., INC. 


A. C. TROMBLY, President 


Plumbing, Heating and Ventilation 
Contractors - Engineers 


HEATING 


and 


VENTILATING 


at 


PROCTOR ACADEMY 
ANDOVER, N. H. 


Commercial and Industrial Installations 


17-21 Water St. 


Tel. Laconia 706 


Serving Northern New Hampshire in Domestic, 


Laconia, N. H. 


It was at this point that the architects 
ran into their first difficulties. Proctor 
officials wanted the new classrooms to be 
in keeping with the best of classroom: 
possible. As one of the parents put it — 
if you cross a thorough bred collie with z 
thorough bred great dane, you will stil 
get a mongrel. It was this mongrel con 
struction the architects were trying t 
avoid. 

On October 6, 1957 Proctor dedicate 
the new addition. All parties have agree 
that it is definitely not a mongrel. It is o 
a contemporary design which has bee 
modified to harmonize with the Georgia 
Colonial on the exterior. The interior i 
very much of modern styling. Each class 
room has a large expanse of windows an 
each a soundproof ceiling. Green chalk 
boards replace the traditional blackboard 


(Continued on Page 16) 


Celotex Acoustical 
Products 


Office Partitions 


Insulrock Roof Deck 


by 


Pitcher & Company, Inc 
67 Rogers St., Cambridge, Mass. 


Goffstown, N. H. HYacinth 7-237 


PROCTOR ACADEMY — The other two walls of this classroom are re 
anels fitted with glass chalkboards and bulletin boards. 
lemoved to make a large are: 


Sill-Line" hot wate 


movable door 

The panels may be completely 

а for occasional social functions. Classrooms have acousti- 

fluorescent lighting, painted concrete block walls, unit ventilators with 
r radiation, asphalt tile floors, and public address system. 


Draw 
urtains are fire resistant. 


PROCTOR ACADEM Y — View of Lobby from entrance to Auditorium, Corridor to left 
ramps up to join the end of existing Administration building. Corridor to right leads to 
new toilets and classrooms, one of which is seen through the open door. Lobby has 
acoustical tile ceilings, cove lighting, ceramic tile walls, walnut trophy case, vinyl 
asbestos tile floor. 


(Continued from Page 14) 


of years past. Three of the rooms are 
equipped with removable walls which can 
be dismantled within a couple of hours so 
that one large room will be available for 
social functions. А coffee bar has been 
provided to furnish refreshments for any 
such social function, and the modern 
memorial lobby permits the display of the 
Proctor trophies while at the same time 
providing a comfortable lounge for guests 
and visitors. 

The auditorium seats 235. Proctor’s 
Headmaster, Lyle Н. Farrell, wanted an 
auditorium which would afford ideal con- 
ditions for the presentation of lectures, 
dramas and movies, and ideal seeing and 
hearing conditions while students or 
guests could sit in comfort. The chairs 
are permanently attached to the sloping 
floor. There are no windows in the audi- 
torium so as to ensure better accoustics. 
АП ventilation and lighting is controlled 
artificially. Every other chair has an arm 
tablet so that the whole school may be 
tested en masse. 

The stage has completely built in wiring 
extending to the projection booth for the 
showing of motion pictures, and is con- 
nected to speakers for amplification of 
lectures and concerts. The total cost of 
the building was $207,000. 


Proctor Academy 


Sub-Contractors and Material Suppliers 

Plumbing — A. W. Sargent & Son, ше. Con- 
cord. 

Heating and Ventilating—Northern Heating 
& Plumbing Co., Ine., Laconia. 

Electrical—Superior Electric Co., Concord. 

Steel Erection—J. Scanlon Co., Inc., Manchester. 

Plastering—P. H. McGranahan Co., Inc., Man- 
chester. 

Miillwork—John F. Chick & Son, Silver Lake. 

Acoustical Ceilings—Pitcher & Co., Inc., Cam- 
bridge, Mass. 

Glass and Glazing—Pittsburgh Plate Glass Co., 
Manchester. 

Floors—DiNatale Floors, Inc., Boston, Mass. 

Flagstone—Vermont Structural Slate Co., Fair 
Haven, Vt. 


18ST STEP TO SOUND, SUCCESSFUL BUILDING 


CONSULT AN ARCHITECT 
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Incorporated 


61 Amherst Street 
Manchester, N. H. 
Phone NA 2-3324 


STEEL ERECTED 


at 


BEEDE ELECTRICAL INSTRUMENT 
COMPANY, INC. 
Penacook, N. H. 
PROCTOR ACADEMY 
Andover, N. H. 


Fabricated Steel 


Products Co., Inc. 


Agents for 
Ceco Steel Products Corporation 


STEEL JOISTS - ROOF DECK 
STEEL SASH - ALUMINUM SASH 
REINFORCING MESH 
DUR-0-WAL 


Warehouse and Office 
115 Old Colony Avenue 
Wollaston 70, Mass. 
Mayflower 9-5218 


PLANNING FOR SOUND 
AT PROCTOR ACADEMY 


Incorporated in the basic planning of 
his school addition was that of sound 
programming both for auditorium usage 
ри programming of voice and music 
studies into the classrooms. 

Using the basic type of sound engineer- 
ng а publie address system was installed 
or speaking from the stage to an audi- 
ence within the auditorium by means of 
Hush mounted reproducers located on the 
splayed walls to the left and right of the 
btage. 

Further, flush-mounted reproducers were 
ocated in each classroom which allow a 
brogram from the stage to be broadcast- 
һа into these rooms, or during testing 
periods to allow master instruction con- 
rol from the control center to the class- 
ooms as a whole or to certain rooms. 
This system is designed to give music 


reproduction well within the hi-fidelity 
range which in turn may be broadcast 
into the classrooms. 

The ability to speak or broadcast into 
these additional rooms not only serves as 
an excellent means of teaching but en- 
arges the audience that may be reached 
when an important program is being held 
in the auditorium. 

Another part of the sound system is a 
orivacy intercommunication system be- 
ween the projection booth and the stage. 
This system gives immediate, quiet voice 
communication between these two areas 
50 that during a program slides or motion- 
picture timing may be most accurate. The 
system announces calls by visual signals 
rather than audible bells or voices, which 
could be disturbing. 

Exec-U-Phone Systems, Inc. (Execu- 
tone) were the suppliers of this system 
of teaching and communication. 


PROCTOR ACADEMY — Rear view of Auditorium. Provisions for ideal seeing, hear- 


ing and writing conditions are seen in the sloping floor, staggered seats fully up- 
holstered and with movable tablet arms in alternate Seats, sound absorbent panels 
and sloping ceiling for proper acoustical treatment, and lighting arranged for up to 


25 foot candles. 
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PROCTOR ACADEMY — View of Auditorium from edge of campus. Glass wall and 
ntrance to Lobby to the left. Terrace, platform and steps are paved with slate 
agging in full range of colors. 


PROCTOR ACADEMY — General view of existing Administration Building (left) still 
cominating the wh composition in spite of size of the new addition. Portico of the 
Auditorium is visible through the trees. 


BEEDE ELECTRICAL INSTRUMENT CO., INC. 
Penacooh, N. H. 


HARVEY CONSTRUCTION СО., INC. Manchester, М, H., General Contractor 


View of entrance front from visitors’ parking space. The driveway 
(not shown) goes completely around building, with parking space for 70 
cars plus loading and unloading areas. Stainless steel sign letters are 
floodlighted from lights concealed by shrubbery. Windows are aluminum, 
glazed with insulating glass, one layer of which is heat-absorbing and 
glare reducing on east, south and west sides. 
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1662 Elm Street Tel. NA 2-3745 


GENERAL CONTRACTOR 
For 


Beede Electrical Instrument Co., Inc. 
Penacook, N. H. 
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Beede Electrical Instrument Co., Inc. — View of Machine Shop. The curtain wall at 
left is glazed with glare reducing glass and porcelain enameled panels in aluminum 
frames and can be easily relocated when the plant is expanded. Structural, insulating 
and acoustical properties are combined in the structural insulation roof deck wich is 
left exposed. 


Beede Electrical Instrument Co., Inc. — View of General Office, Treasurer's Office a 
Production Manager's Office. Fire-resistant acoustical tile ceiling, flush sprink] 
heads, painted block walls and partitions, asphalt tile floor, fluorescent lighting. 


Beede Electrical Instrument Company 


Sub-Contractors and Material Suppliers 


Heating, Plumbing and Sprinkler System— 
C. Peabody Co., Inc., Manchester. 

Electrical—A. L. Franks Co., Manchester. 

Roofing—A. W. Therrien Co., Manchester. 

уот Manchester. 

Steel Er J. Scanlon Со., Inc., Manchest 

Steel Joists—Fa ated Steel Products C 
Inc., Wollaston, Ma: 

Glass and Glazing—Trudel Glass Co., Manchi 
ter. 

Painting—MacArthur & Sons, Penacook. 

Metal Door Frames—George J. Kehas, Mz 
chester. 

Acoustical Ceilings—Pitcher & Co., Ine., Са 
bridge, Mass. 

Grading—Robie Construction Со., Ine, Ma 
chester. 


Beede Electrical Instrument Co., Inc. — View of Assembly Room where nearly ideal 
conditions are provided by acoustical tile ceiling, lighting intensity of 100 foot candles 
at workng level, filtered air with provision for future cooling, and colors which give 


maximum visual comfort. 
minimize maintenance and insurance costs, 


R. C. Peabody Co., Inc. 


Plumbing @ Heating @ Sprinkler 


Contractors 


Service 
Dial 2-0824 


Installation - 
20 Union St. 


Sales - 


Plumbing - Heating 


and 


VENTILATING 
and 
SPRINKLER SYSTEM 
at 


BEEDE ELECTRICAL INSTRUMENT 
COMPANY, INC. 


Fire resistant construction plus automatic sprinklers will 


А. 1. FRANKS & CO. 
Electrical Engineers 


and 
Constructors 


AT 


BEEDE ELECTRICAL INSTRUMENT 
COMPANY, INC. 
Penacook, N. H. 


Electrical Design 
Electrical Consultation 
Electrica] Investigations and Reports 


1217 Elm Street - Manchester, N. H. 


JOSEPH W. MOORE 


Registered Professional Engineer 
Manager 


State of New Hampshire Serial No. 482 


WILLIAM ADAMS BACHELDER PUBLIC LIBRARY 
East Andover, N. H. 


ROLFE CAMP, Franklin, N. H., General Contractor 


The gift of Nahum J. Bachelder, Governor of New Hampshire from 
1903 to 1905, in honor of his father William Adams Bachelder. The will 
provided $40,000 for construetion, equipment and fees, and $60,000 for a 
maintenance and book fund. The Superior Court permitted several altera- 
tions to provisions of the will which was executed in 1927, including a 
different site just off the main highway through the town. Some of the 
landscaping and paving has been completed since the photograph was 
taken, but it was necessary to omit the retaining walls which would 
greatly improved the setting on the sharply sloping ground. The warm 
buff brick, large glass areas and open portico with white painted trim give 
an inviting aspect to the clean lines of this unpretentious little building. 


Bachelder Library 


Sub-Contractors and Material Suppliers 
Plumbing and Heating—Clayton A. Miller, Inc 

Elkins. 

Blocks—Duracrete Block Co., Inc., Mancheste 

Bricks—Densmore Brick Co., Lebanon. 

Floor Tile—Lougee-Robinson Co., Laconia. 

G. E. Boiler—Heat, Inc., Nashua. 


Clayton A. Miller Inc. 


LAkeview 6-2878 


Rolfe Camp Co., Inc. 


ELKINS, NEW HAMPSHIRE 


200 Central Street 
FRANKLIN, N. H. 


Tel. 752 


Plumbing and Heating 


GENERAL CONTRACTORS 
for 
William Adams Bachelder 
PUBLIC LIBRARY 
East Andover, N. H. 


Contractor 


at 


WILLIAM ADAMS BACHELDER 
PUBLIC LIBRARY 


EAST ANDOVER, N. H. 


BY SPECIFYING 


THE BEST IN QUALITY EQUIPMENT 
MAXIMUM CUSTOMER SATISFACTION 


MAY BE ACHIEVED 


"Pre-Paired" Matching G. E. E N E R A L (€ Y E LE C T G. E. Oil Fired 
utomatic Heating and Cool- Ч 9) Boiler for Steam 


ing Unit — Gas or Oil Fired or Hot Water 


AUTOMATIC HEATING and COOLING 
For Residential, Commercial or Industrial 
The William A. Bachelder Library featured in this issue of NEW HAMPSHIRE 
ARCHITECT is equipped with a e В 
А > 
General Electric Oil Furnace and ANZ ю SYSTEM. 
to insure the best in comfort. This installation was designed by Hall Bros. Oil 


Company of Concord, N. H. and installed by Clayton Miller, Inc., of Elkins, №. Н. 


To locate the General Electric Heating and Air Conditioning Dealer in your area consult 
the yellow pages of your telephone directory or contact —— 


HEAT INCORPORATED 


PINE STREET EXTENSION 
NASHUA, NEW HAMPSHIRE 


Phones: TUxedo 3-3360 or 3-5021 ® Reg. trademark of General Electric Company. 


t2 
сл 


Portraits of the donors will occupy the space over fireplace mantel. The brick casework 
accommodates 2400 volumes but can be expanded to 10,000 volumes, The double- 
pitched roof beams and purlins are laminated fir. Ceilings are acoustical tile, walls 
are birch plywood or painted cinder block, fioors are cork tile. 


HANGAR BUILDING FOR FERNS FLYING SERVICE 
Concord, N. H. Airport 


LAKELAND STEEL PREFABS, INC. Laconia, N. H., General Contractor 


Construeted of prefabricated steel trusses and columns, aluminum 
walls and roof, steel sash, overhead doors, concrete block lean-to, this 
building encloses a maximum of space at minimum cost. 


b-Contractors and Material Suppliers 


Plumbing—A. W. Sargent & Son, Ine., Concord. 
oncrete Block Work—A. Taylor Corp., Con- 


lass and Glazing—Adams Glass Co., Concord. 
опеге{е Floors—Connie’s Cement Floors, Sun- 
k. 


CONNIE'S LAKELAND 
CEMENT FLOOR CO. STEEL PREFABS INC. 


J. “Connie” Griffith R.F.D. #1 LACONIA 1437-M3 


WILFRED W. KERSHAW 
Suncook, М. Н. Dial HU 5-9444 


Prefabricated 
CEMENT FLOORS 


Steel Buildings 


for 
HANGAR BUILDING ОЕ 
Airport, Concord, N. Н. 
Residence of ALL DESCRIPTIONS 


MR. AND MRS. PAUL PELLETIER 


Boscawen, N. H. e. 


flonolithic . Granolithic LI Metallic 
DISTRIBUTOR FOR 
SERVING THE ARCHITECTS, | faites cose Шаша 
CONTRACTORS, AND ENGINEERS OF STEELCRAFT MANUFACTURING CO. 
NEW ENGLAND CINCINNATI, OHIO 


Residence of Mr. and Mrs. Paul Pelletier — View of Living Room. Principal feature 


is the curved bay window occupying most of the end wall. 


Residence of Mr. and Mrs. Paul Pelletier, Boscawen, N. H.— The simple forms ai 


strong lines of this brick house seem to anchor it to the 
it enjoys a fine view Combining radio-operated ga 


rolling landscape, of whi 
rage doors with a tradition 


exterior, it is a straightforward means of gracious living for a family of five. 


Pelletier Home 


Sub-Contractors and Material Suppliers 
Plumbing—A. W it & Son, Inc., Concord. 
Electric—Jan McGrath, Pittsfield. 
Cement Floors—Connie’s Cement Floors, Sun- 

cook, 

Mill Work— Concord Lumber Co., Concord. 


A. W. Sargent & Son, Inc. 
CApitol 5-2597 
t. F. D. No. 3 Concord, N. H. 


PLUMBING and HEATING 
CONTRACTORS 


IN THIS ISSUE — 


Plumbing At 


PROCTOR ACADEMY — Concord 
PELLETIER HOUSE — Boscawen 
HANGAR BUILDING — Concord 


Heating At 


SUPERIOR ELECTRIC CO. — Concord 


esidential e Commercial е Industrial 


Hall Brothers Oil Co. 
HEATING CONTRACTORS 


) South Main St. Concord, N. H. 
Tel. CA 4-0481 


At the Residence of 
MR. AND MRS. PAUL PELLETIER 
Heating Design and Installation 
General Electric Model L. A.-60 
Hot Water Boiler and Nesbitt 
Perimeter Convector Radiation 


at the 
ILLIAM ADAMS BACHELDER LIBRARY 
Heating Design using General Electric 
Model L.B.-40 Warm Air Furnace 
General Electric Air Wall Registers 


WE ARE PLEASED TO HAVE FURNISHED 


Detail Millwork 
and 
MISCELLANEOUS BUILDING 
MATERIALS 


for the 


PELLETIER HOUSE 
BOSCAWEN, N. H. 


CONCORD LUMBER CO. 


Dial CA 5-5557 Concord, N. H. 


"Over Half a Century of Service 
to Local Builders" 


THE HOME OF 
MR. AND MRS. PAUL PELLETIER 
Boscawen, N. H. 


Has An 
Electrical Installation 


By 
JAMES F. McGRATH 
Electrical Contractor 


49 Main St. Pittsfield, N. H. 
Phone GEneral 5-6991 


COMMERCIAL INDUSTRIAL 
RESIDENTIAL 


SUPERIOR ELECTRIC CO. 
NEW STORE FRONT p. 


FOSTER BUILDERS, INC. 
Concord, N. H. 
General Contractors 


Sub- Contractors and Material Suppliers 
g—A. W. Sargent & Son, Inc., Concor 
l—Superior Electric Co., Concord. 
g—A. У. Therrien Co., Manchester. 
ste Floors—Connie's Cement Floors, Su 


Store Front—Adams Glass Co., Concord. 
Painting—Mudg rett's, Concord. 


FOSTER BUILDERS, 


General Contractor 


PAINTING AND PAPERHANGIN! 


Rear 79 So. State Street е Concord, М. 


PAINTING CONTRACTORS 


for 
SUPERIOR ELECTRIC CO. a 
STORE AND OFFICE BUILDING 
Concord, N. H. ў 
for 


WILLIAM А. LEE 
Concord, N. H. 
SUPERIOR ELECTRIC CO. 
Concord, N. H. 


Where we also applie 
Plastic Glass Tint 


for 


e 
General Building Construction 
° 
Your National Homes Dealer 


71 CLINTON ST., P. О. BOX 266 
DIAL CA 4-1031 €ONCORD, N. H. 


fade 
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GEO. E. TRUDEL CO. 


PLUMBING — HEATING SUPPLIES 


We invite you to visit our display of 


Je" REILLY 


ELECTRICAL 
CONTRACTOR 


341 Elm Street 
MANCHESTER, N. H. 


— Wholesalers — 


— Distributors of — 


DIAL MAN, 3-3568 


Амевтсак- Standard 


Motor Repairing 


COLORED BATH ROOMS 


COPIES OF: 
LETTERS, CHECKS, DOCUMENTS, DEEDS 
COURT EXHIBITS, LICENSES, TITLES, 
DISCHARGE PAPERS & MAPS 
DON'T TAKE A CHANCE 
ON ORDINARY PHOTO COPYING 
CALL US 
"WE ARE REPRODUCTION SPECIALISTS” 


PHOTOSTATS 
BLUEPRINTS 
BLUELINE PRINTS 


BUSINESS PHOTOGRAPHY 
AUTO POSITIVES 


24 HOUR SERVICE 


"ONE TO A MILLION COPIES OF ANYTHING" 


GEORGE С. BENJAMIN 


92 MARKET STREET DIAL 2-2273 MANCHESTER, N. H. 
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Residential and Industrial Wiring 


875 South Willow St., Manchester, N. H. 


Serving the People 
of NEW HAMPSHIRE 


John D. Betley, 


Manchester 


Horace G. Bradt, 
Exeter 


Dirsa and Lampron, 
Manchester 

W. Brooke Fleck, 
Hanover 

Alfred T. Granger Associates, 

Hanover 

Russell S. Harmon 

Durham 

Irving W. Hersey Associates, 

Durham 

Jo| 


Keene 


hn В. Holbrook Associates 


Hudson and Ingram, 
Hanover 


Koehler and Isaak, 
Manchester 


Willis Littlefield, 
Dover 


Maurice 


E. Witmer, 


I 


Lyford and Magenau 
Concord 

Alexander Majeski, 
Bedford 


Edward Benton Miles, 
Exeter 


Arnold Perreton and Associates, 
Concord 


Carl E. Peterson, 
Manchester 

Prescott and Erickson 
Laconia 

Leo P. Provost, 


Manchester 


Norman P. Randlett, 
Laconia 


Tracy and Hildreth, 
Nashua 

William L. White, 
Exeter 

Walter Thomas Williams 
Rochester 


Portsmouth 


Participating Members of the New Hampshire Chapter 


A.L A. 


1ST STEP TO SOUND, SUCCESSFUL BUILDING 


CONSULT AN ARCHITECT 


ECTION OF CHAPTER A. I. A. 
MMITTEES FOR 1957 - 1958 


Joseph F. Lampron, Secretary of New 
lampshire Chapter, A.I.A., announces the 
lection of the following Chapter Com- 
ittees for 1957-1958: 


CHAPTER ACTIVITIES 
Chapter Affairs, Membership, Centen- 
jal, Observance, Education, Office Practice, 
ards and Scholarship: 

Norman P. Randlett, Chairman, Eugene 
Magenau, Maurice E. Witmer, Eric T. 
ddleston, Edgar H. Hunter, Charles H. 
ay. 


PUBLIC RELATIONS 
Public Relations, Goverrment Relations, 
H. Architect, Home Building and Con- 
uction Industries, Collaboration with 
esign Professions: 

Richard Koehler, Chairman, Alexander 
Majeski, Shepard Vogelgesang, Alex- 
ider R. James, Carl E. Peterson. 


COMMUNITY DEVELOPMENT 
Community Development, Preservation 
Historic Buildings, Research, School 
hildings, Hospitals and Health. 
Arnold Perreton, Chairman, Horace G. 
'adt, Alfred T. Granger, Leo P. Provost, 
ephen P. Tracy. 


MEMBER OF SUBCOMMITTEE ON 
JILDING PRODUCTS REGISTRATION 
Norman P. Randlett 
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"MONADNOCK BLOCKS" 


CONCRETE — CINDER 


Made to Meet A.S.T.M. Requirements 


Arthur Whitcomb, Inc. 
725 Main St. Keene, N. H. 
Dial EL 2-0101 


Ditch Boy —THE NAME TO 


GO BUY—FOR EVERY PAINT JOB 


Pirst choice of professional 
painters —first choice with 
home owners — that's Dutch 
Boy. There's a Dutch Boy 
finish specially blended for 
every, painting need, inside 
or outside your home, and 
you can depend on it for 
long-lasting beauty, Choose 
yours today at— 


ر 
PAINT DEPARTMENT‏ 
Main Store — Street Floor‏ 


BUILDERS’ PAINT DEPARTMENT 
Opposite Main Store 
(Rear of State Theatre) 


EXCLUSIVE DEALER 


J. J. MOREAU & SON, INC 
MANCHESTER, N. H. 


Dial NA 4-4311 


STORE AND OFFICE BUILDING 
for WILLIAM A. LEE 


Concord, N. H. 


JAMES ROSS ASSOCIATES, Concord, М.Н. 


General Contractor 


The dual function of this building is « 
pressed in its street facade. The archit 
ture is sufficiently restrained so the m 
chandise in the show windows is what y 
look at, as was intended. Materials ғ 
brick, glass, aluminum, steel and ne 
It is interesting to speculate whether be 
of the stores would gain visual and sa 
appeal by a more uniform treatment 
the sign lettering. 


nim 


IL 

Sub-Contractors and Material Suppliers 
Electrical—Superior Electric Co., Concord. 
Store Front—Adams G Co., Concord. 
Painting—Mudzett's, Concord. 
Acoustical Ceiling—Pitcher & Co., Inc., C: 

bridge, Mass. 


J A M E S R о S S Preston W. Colbroth Clyde E. Fit 


ASSOCIATES, INC. 
Superior Electric Co. 


Tel. CA 4-0451 59 So. Main ; 
CONCORD, N. H. 


ELECTRICAL CONTRACTOR 


Е 
Contractors & Builders for 
я of STORE AND OFFICE BUILDING 
STORE of William A. Lee, Concord, N. H. 
d 
зл PROCTOR ACADEMY 


OFFICE BUILDING 


for 
WILIAM A. LEE, CONCORD, N. H. AND NATURALLY 


84 Washington St. Concord, N. H. OUR OWN NEW STORE 
SUPERIOR ELECTRIC CO. 


Andover, N. H. 


Tel. CA 5-6271 
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ANEL INDUSTRIAL EQUIPMENT 
& SUPPLY CO., INC. 


p9 So. Main St. Concord, New Hampshire 
CApitol 5-2726 


eroquip Hose & Couplings 


ulcan Drill Steel & Pavement Breaking 
Tools 


ARCHITECTURAL 
PERSPECTIVE 
RENDERING 
e 
Richmond K. Fletcher 


Serving many New England 
architects, engineers and 
landscape architects 


aughlin Drop Forge Fittings 


ixon Valves & Couplings 
prings — New and Repaired 


lelding Supplies —..Marquette, Victor 
& Stultz-Sickles 


omplete Motor Rebuilding 
ohler Electric Plants 


omplete stock of АП sizes Machine 
Bolts & Cap Screws 


Reference on request. 


34 Annawan Rd., Waban, Mass. 
LAsell 7-3214 


PALM ER Steel Structures Designed 
i bricated 
Plumbing Supply Co. and Fabricate 


а Architectural апа Ornamental 
Wholesalers 


Iron 


Plumbing - Heating - Mill Supplies 


Distributors of 
7EIL-McLAIN BOILERS 
KOHLER ENAMELWARE 
PETRO OIL BURNERS 


“Steel when you want и’ 


LYONS IRON WORKS, INC. 


ROCHESTER, LACONIA, N. H. 62 MAPLE ST. MANCHESTER, N. H. 
PORTLAND, ME. 
DIAL $4975 


“Competent Engineering Service” 


Sec. 34.66 P. 1. & = 
U. S. POSTAGE 


PAID 
Concord, N. H. 
Library-American Inst.of Archt т 
1735 New York Ave. N.W. 


Washington 6, D.C. 


_————— 
NEW HAMPSHIRE ARCHITECT 


P. О. Box 291, Concord, N. H. 


Form 3547 Requested 


Build with Brick and Tile 


Face Brick - Facing Tile - Flue Lining 


Metal Specialties - Sewer Pipe 
NATCO 7 


SS 
QUALITY 

CLAY PROOUCTS 
SINCE 1889 


DENSMORE BRICK COMPANY 


Manufacturers and Distributors 
Lebanon New Hampshire 


Serving 
| Northern New England 
and New York 


with Steel Products 


Aerial view of Vermont Structural Steel Corp. e 


tructural steel, 


Our large steel fabrication plant can provide you with s 
arehouse 


longspan trusses, ornamental iron and fabricated platework. Our w 
is kept stocked with complete inventories of steel and steel products. 
Prompt delivery is our goal on all orders, large or small. 


LET US 
QUOTE ON YOUR | 


REQUIREMENTS 


" UNiversity 207 FLYNN AVENUE 
Plant and Warehouse Dial 4.9844 Burlington BURLINGTON, VT. 


